Autumn 1982 
(Issue 50 - 27/09/1982) 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Godfrey A.P 





Chief Officer Farquhar D.C.S 2nd Eng Officer Wright R.A 
2nd Officer Morgan D.C 3rd Eng Officer Hughes J.H 
3rd Officer Malpass A.J 4th Eng Officer Twemlow A.J 

Radio Officer Wade C Electrical Officer Whitehouse C 

C.P.0 Wong L.P 
Cook Tam Y 


Leading Steward Ip H.H 





Cambridgeshire 


Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Arthur K 
Chief Eng Officer Milligan T.W 





Chief Officer Hughes J.R 2nd Eng Officer Eccles W.G.A 
2nd Officer Head G.R 3rd Eng Officer Jensen M 
3rd Officer Feast A 4th Eng Officer McCormack J 
Deck Cadet Pailing A Jnr Eng Officer Adams T.B 
Deck Cadet Hobson S.M Engineer Cadet Baillie A.R.B 
Radio Officer Palethorpe J.G Engineer Cadet Thomas B.D 
‘rainee Radio Officer Nash M.S Electrical Officer Campbell A.G 
C.P.0 Aich A.K 
Cook LaduS 


Storekeeper Rahman M 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Kelly P.A 





Chief Officer Southby M 2nd Eng Officer Smith J.M 
2nd Officer Harvey S 3rd Eng Officer Haggerston A 
3rd Officer Grace J.J 4th Eng Officer Nicholson | 
Deck Cadet Holgate R.A Electrical Officer Bovill J.M 


Radio Officer Dickinson B 
C.P.0 LiY.Y 
Cook Wong C.Y 
Leading Steward Ng C.Y 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Edwards R.A.F 
Chief Eng Officer Clark | 





Chief Officer Marsh C.H 2nd Eng Officer Turbitt D 
2nd Officer Browne D.G Cargo Engineer Robinson A.J 
3rd Officer Molloy J.M 3rd Eng Officer Spivey S.J 
Deck Cadet Ratcliffe P.S 4th Eng Officer Kerbyson A.J 
Deck Cadet Drew J.D Jnr Eng Officer Whittaker M.A 
Radio Officer Bunce M.O.B Jnr Eng Officer Makinson W.D 
Purser Heaslip G Engineer Cadet Wright A.M 


Electrical Officer Lewis D.S 
C.P.0 Carter R.A 
Cook Frapwell K.G.A 





Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 


(ex Atlantic Bridge) 


Captain Marsh D.G 
Chief Eng Officer Twamley D.G 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Lowe J.H 
Mallett J.W 
Osbourne M.W 
Kelly F.J.C 
Thornton P.S 
Walker M.J 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


C.P.0 Dewan D.K 


Cook ToyabA 


Storekeeper Biswas J.B 





Hampshire 


Gas Carrier - 52,647 cubic metres 


Jones F.J 
Ramsey A.V 
Powell A.K 
Davis P.E 
Keighley A.J 
Jones M.1 
Brown G 


Captain Creamer D.J 
Chief Eng Officer Paul J.J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


McClure S.A 
Jones S.K 
Kembery S.J 
Thornely G 
Clifton A.M 
Waddicor C.A 
Reed A 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


C.P.0 TunnaL.H 


Cook Murray F 





Burke C 
Carter A.P 
Garbutt W.W 
Johnson H.C 
Dickinson P.W 
Taylor P.R 
Duncan I.A 
Watson A.P 
French D.| 
Dunn R.B 


Lincolnshire 


Head Office 


Captain Allison J.K 


Gas Carrier - 31,296 cubic metres 


Chief Officer Hodgson R 
2nd Officer Kitchen S.J 
3rd Officer Gordon |.D 
Radio Officer Boltonheaton C.L 
Purser Oates J.W 


C.P.0 Danily A 
Cook Sedgwick M 





Captain Thomas C.O 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 





Chief Eng Officer McIntyre P.A 





Tetlow D.R 
Patterson F.H 
Fairhurst F.W 
Hulley P.G 
Macfarlane D.P.C 
Eades R 

Stark P.E 

Le Marchand A.G 


Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Nisbet M.R 
Chief Eng Officer MacFarlane A 





Chief Officer Askew R.P 2nd Eng Officer Lindsay W.P 
2nd Officer Burnett A.D Cargo Engineer Edgington J.S 
Ext Chief Officer Duffield D.R 3rd Eng Officer Elliot A.K 
3rd Officer Macnicol D.H 4th Eng Officer Hoyle J.A 
Radio Officer Stanway P Jnr Eng Officer Critchley K.S 
Purser Chadwick D.H Electrical Officer Kennedy A 


C.P.0 Campbell A 
Cook Scriven W.A 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Corcoran J.A 
Chief Eng Officer Crook W 





Chief Officer Ashcroft M.E Cargo Engineer Olson S 
2nd Officer Bell R.C 3rd Eng Officer Wilburn R.M 
Ext Chief Officer Brough R.W.A 4th Eng Officer Pegler I.F 
3rd Officer Hume M.S Jnr Eng Officer Driver S.J 
Radio Officer Jackman W.B Electrical Officer Jackson D.H 


Purser Mackenzie A 
C.P.0 Morrison R 
Cook Haigh D 





